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TAGS: ESTC, COCOM, GW, HU 

GERMAN SPECTRUM ANALYZER AND COUNTING EQUIPMENT 
TO HUNGARY - IL 1533/29 

REF: COCOM DOC (74)2548 

NO OBJECTION TO SPECTRUM ANALYZER. OBJECT TO FREQUENCY 
PLUG-IN. IT IS A PRESCALOR WHICH IS BETTER THAN ANY 
PREVIOUSLY APPROVED PRESCALING UNITS, WOULD EXTEND THE 
COUNTING CAPABILITY OF THE FET 2 COUNTER FROM 100 MHZ 
TO 1000 MHZ, AND WOULD NOT APPEAR TO BE REQUIRED FOR THE 
GENERAL END USE STATED. ON THE OTHER HAND, SUCH AN 
INSTRUMENT WOULD BE USEFUL BOTH FOR PRODUCTION AND FOR 
ANALYSIS OF MILITARY SIGNALS FOR INTELLIGENCE PURPOSES. KISSINGER 
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